THE CAPITAL BANK 


We Welcome Your Checking Account -- No Minimum Balance Required 

—' We Pay 2 % on Savings — 

efttember federal ^Deposit Insurance Corporation 


GENUINE CURTEICH-CHICAGO "c.T. PHOTO-COLOR IT’' POST CARD (REG. 
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PLACE 
ONE CENT 
STAMP 
HERE 

IB-HI I 3 5 











The Capital Bank 

1011 HURON ROAD 

CLEVELAND • OHIO 


MEMBER FEDERAL. DEPOSIT INSURANCE CORPORATION 



















